description for a term which may extend to six months or with
fine which may extend to one thousand rupees or with both.
Under Section 190 of the Motor Vehicles Act, 1988, also such
a person is liable for punishment. Under Section 337,1.P.C.,
whoever causes hurt to any person by doing any act so rashly
or negligently as to endanger human life or the personal
safety of others shall be punished with imprisonment of either
description for a term which may extend to six months or with
fine which may extend to five hundred rupees or with both.
Under Section 181 of the Motor Vehicles Act, 1988, whoever
drives a motor vehicle without a valid driving licence shall be
punishable with imprisonment for a term which may extend
to three months or with fine which may extend to five hundred
rupees or with both.

As Surya Kumar has driven the car without a valid driving
licence, he is liable for punishment under Section 181 of the
Motor Vehicles Act, 1988.

As he has driven the car on a public way so rashly and
negligently as to endanger human life or to^be likely to cause
hurt and caused hurt to two persons, he shall be liable for
punishment under section 337, I.P.C.

292. Abdul Hakim has an old building in Abids in Hyderabad
city which is a busy commercial centre. On the eastern side of
this building there is a big newly constructed building belonging
to Manohar. On the back side, some portion of the newly
constructed building of Manohar rests on the wall of the old
building of Abdul Hakim. Abdul Hakim proposes to demolish the
old building and construct a new building. Accordingly, he
engages workers to demolish the building. They start demolishing
the building. While demolishing the back side wiall on which
some portion of the newly constructed building of Manohar
rests, falls down. Abdul Hakim did not caution the intimates of
that house. While dismantling the wall in the back side, the wall
fell into the portion of Manohar and two of his inmates received
injuries. Is Abdul Hakim liable for any offence?

Under Section 288, I.P.C., whoever, in pulling down or
repairing any building, knowingly or negligently omits to
take such order with that building as is sufficient to guard
against any probable danger to human life from the fall of that
building or of any part thereof, shall be punished with
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